COLUMBIA CABINETS HAVE BEEN GIVING SATISFACTION FOR TWENTY YEARS 



Wall Type Cabinets for Surface Mounting 




THE Columbia Wall Type Cabinets are made 
for surface mounting where it is not feasible to 
cut a hole in the wall. This line has a full re- 
turn which gives a neat finished appearance 
when mounted. Furnished with bulb edge 
glass shelves. 




THIS line of Columbia Wall Type Cabinets for 
surface mounting is made without the full re- 
turn. The door has an over-lapping flange, 
which when closed, presents a solid front. Fur- 
nished with bulb edge glass shelves. 



Cat. 
No. 


Overall 
Size 


Mirror 
Size 


Glass 
Shelves 


Std. 

Pkg. 


Approx. 
Weight 


Cat. 

No. 


Overall 
Size 


Mirror 
Size 


Glass 
Shelves 


Std. 
Pkg. 


Approx. 
Weight 


10 AW 
10 BW 


16 x20 
16 x20 


*12 x 16 plain 
12 x 16 bevel 


2 

2 


2 
2 


48 lbs. 
n lbs. 


01216 AW 
11216 BW 


14 x 18 
16 x 20 


*12 x 16 plain 
12 x 16 bevel 


2 
2 


2 

2 


50 lbs. 
56 lbs. 



*This cabinet has plain mirror not plate glass. 

No. 10 BW has beveled plate glass mirror. 

Depth of all Cabinets 4 l A inches. 

First dimension is width; second dimension is height. 



*This cabinet has plain mirror not plate glass. 

No. 11216 BW has beveled plate glass mirror. 

Depth of all Cabinets 4 ] /^ inches. 

First dimension is width; second dimension is height. 



Columbia 
Auxiliary Bathroom Cabinet 




THE Columbia Auxiliary Bathroom Cabinet 
provides additional closet space for toilet and 
sanitary articles which cannot be placed in a 
medicine cabinet. It is especially designed for 
water bags, douche bags, large size bottles, rolls 
of absorbent cotton and other requisites. It 
is recess type and can be placed conveniently 
in lower or upper section of wall blending har- 
moniously with the other bathroom fixtures. 



Cat. 


Overall 


Wall 


Glass 


Std. 


Approx 


No. 


Size 


Opening 


Shelves 


Pkg. 


Weight 


1522 


15V2 x 39Vi 


13 x 36i/ 2 


3 


1 


39 lbs 


1523 


16V 2 xT5 i/ 2 


14 x 521/2 


3 


1 


53 lbs 



Depth of all Cabinets 4 1 /* inches. 
First dimension is width; second dimension is height. 



Columbia Built-in Clothes Hamper 




THE Columbia Built-in Clothes Hamper dis- 
places the old fashioned floor hamper and can 
be built into any wall that is most convenient. 
Neat in design and carfully constructed, its 
usefulness makes it a worthy addition in any 
home or apartment where the modern touch 
combined with utility purposes is appreciated. 
Soiled linen is deposited through upper door 
and removed by opening lower door. The 
grilled steel front gives ventilation and assures 
sanitation. Built of high grade furniture steel, 
white enamel finish. Overall dimensions 38 Ms" 
high x 18" wide; wall opening 36*£" x 16". 
Depth 5^4". Cabinet has 1%" flange return, re- 
quiring wall opening depth of 3%". 




Distributed by 

THE C. S. MERSICK & COMPANY 
278 State Street New Haven, Conn. 



COLUMBIA. QUALITY CABINETSARE SU I T ABLE FOR INST A L L A T T O NJ in *u 



Columbia 
Venetian Mirror Cabinets 




THIS group of Columbia Venetian Cabinets 
embody beauty of design and sturdy construc- 
tion. The high grade mirror is affixed to the 
door with artistic ornamental rosettes and is 
securely supported by a metal flange which 
acts as a shelf, carrying the weight. Cabinets 
are dust proof. Equipped with bulb edge glass 
shelves and nickel plated knob. 

Wall Mirror Glass Std. Approx. 

Opening Size Shelves Pkg. Weight 

14 x 24 16 x 28 3 1 42 lbs 

16 x 26 18 x 30 4 1 51 lbs 

18 x 28 20 x 32 4 1 58 lbs. 

Depth of all Cabinets 4 1 /* inches. 

First dimension is width; second dimension is 

When ordered with 

Perfectlite attachment add letter "P" to catalog 



Cat. 

No. 
11628 V 
21830 V 
32032 V 



Overall 
Size 
16 x 28 
18 x 30 
20 x 32 



height, 
number. 



Columbia 
Venetian Mirror Cabinets 




THIS line of Columbia Venetian Cabinets is a 
leader for value and quality and meets the 
demand for a Venetian type cabinet of conser- 
vative design and rich appearance. The mir- 
ror is affixed to the door with monel metal 
non-rusting clips and is securely supported by 
a metal flange which acts as a shelf, carrying 
the weight. Cabinets are dust proof. Equipped 
with bulb edge glass shelves and nickel plated 
knob. 



Cat. 

No. 
01624 V 
01628 V 



Overall 

Size 
16 x 24 
16 x 28 



Wall 
Opening 
14 x 20 
14 x 24 



Mirror Glass Std. 

Size Shelves Pkg. 

16 x 24 3 1 

16 x 28 3 1 



Approx. 
Weight 

39 lbs. 

42 lbs. 



Depth of all Cabinets 4^4 inches. 

First dimension is width; second dimension is height. 

When ordered with 

Perfectlite attachment add letter "P" to catalog number. 



Columbia Chromium Frame 
Venetian Cabinets 




THE Columbia Chromium Frame Venetian 
Cabinets are designed to meet the most dis- 
criminating taste, adding beauty to the modern 
bathroom. In finish and detail this line radi- 
ates the presence of unimpeachable quality. 
Cabinets are dust proof. Equipped with bulb 
edge glass shelves and chromium plated knob. 



Cat. Overall Wall Mirror Glass Std. 

No. Size Opening Size Shelves Pkg. 

11622 CV 16 x 22 W/i x W/i 16 x 22 3 1 

21824 CV 18x24 W/i x 20!/ 2 18x24 3 1 

32028 CV 20 x 28 W/ 2 x 24i/ 2 20 x 28 4 1 

Depth of all Cabinets 4Vi inches. 
First dimension is width; second dimension is 
When ordered with 
Perfectlite attachment add letter "P" to catalog 



Approx. 
Weight 

41 lbs. 

48 lbs. 

63 lbs. 

height, 
number. 



e FINEST HOMES, APARTMENTS 8c HOTELS 



Columbia 
Black Frame Venetian Cabinets 




THE Columbia Black Frame Venetian Cabinets 
will add charm and beauty to any bathroom. 
The black frame accentuates the pleasing con- 
tour of the Venetian mirror and lends itself to 
harmonious contrast with any color scheme. 
Equipped with bulb edge glass shelves and 
nickel plated knob. 



Cat. Overall Wall Mirror Glass Std. Approx 

No. Size Opening Size Shelves Pkg. Weight 

11622 BV 16 x 22 14l/ 2 x W/i 16 x 22 3 1 

21824 BV 18 x 24 16 1/2 x 201% 18 x 24 3 
32028 BV 20 x 28 18i/ 2 x 24»/ 2 20 x 28 4 1 

Depth of all Cabinets 4 ! / 4 inches. 
First dimension is width; second dimension is height. 
When ordered with 
Perfectlite attachment add letter "P" to catalog number 



41 lbs. 
48 lbs. 
63 lbs. 



Columbia 
Chromium Frame Cabinets 




THE Columbia Chromium Frame Cabinets are 
truly beautiful cabinets and give a touch of 
elegance to the bathroom. The mitre lines add 
a simple decorative finish to the mirror which 
is pleasing and dignified. Cabinets are dust 
proof. Equipped with bulb edge glass shelves 
and chromium plated knob. 



Cat. 

No. 



Overall 

Sixe 



Wall 
Opening 



Mirror Glass Std. Aprox. 
Size Shelves Pkg. Weight 



U620 CF 16Vi x 201/2 Hi/2 x I8i/ 2 16x20 3 2 62 lbs. 

21822 CF I8I/2 x 221/2 I6V2 x 2OV2 18 x 22 3 2 70 lbs 

32026 CF 201/2 x 261/2 18i/ 2 x 24i/ 2 20 x 26 4 1 48 lbs. 

Depth of all Cabinets 41/4 inches. 

First dimension is width; second dimension is height. 

When ordered with 

Perfectlite attachment add letter **P" to catalog number. 



ALL CABINETS LISTED ABOVE CAN BE E QUIPPED WITH THE PER FECTLITE AD1USTAB..E M.BPOP . . . T „ „ E 




A slight pull — 
the hinge un- 
folds bringing 
the mirror for- 
ward. In this 
illustration the 
mirror is 
swung at a 
sharp angle, 
but it can be 
pivoted in the 
opposite direc- 
tion so that it 
is almost at a 
direct right 
angle with the 
cabinet. 



Showing door 
open, Perfectlite 
not in use. Note 
how the Perfect- 
lite hinge lays 
snugly against 
the back of the 
door, out of the 
way, but ready 
for instant use. 



THE ARISTOCRAT OF MEDICINE CABINETS 

PERFECTLITE ... THE CABINET WITH THE ADJUSTABLE MIRROR 



-PATENTS APPLIED FOR- 




THE .[lustrations below graphically descr.be the construction of the Perfectlite Cabinet and give an idea of the many advantages to which an 
adjustable mirror on a medicine cab.net can be put - - . The primary purpose of a mirror is to reflect, but proper !32Ll caroS be 
had unless the mirror is m the correct pos.tion to p.ck up the light rays, artificial or natural. This, Perfectlite the Adjustable Mirror Cabinet does 
with ease Sw.ng.ng to practically any angle, catching the best light, it adjusts itself to the convenience of the user. It gives to the medkJne 
cab.net the advantages of the dressing table and hand mirror. The extended hinge arrangement on which the mirror swings is concealed from 
view when the door is closed, is sturdily built and cannot get out of order or alignment. 

Thousands of Columbia Perfectlite Cabinets are now in use, giving satisfaction and 
convenience to the user. The additional cost of the Perfectlite arrangement on 
a Columbia Cabinet is small, and is far outweighed by the added usefulness to 
which the cabinet can be put. 



Here the mirror is extended 
straight out from the cabinet 
and is in position to be turn- 
ed either right or left to 
catch the best light reflection. 




Convenient ac- 
cess to the con- 
tents of the cab- 
inet is obtained 
with the mirror 
in use at the 
same time. 





The above illustrates a Chro- 
mium Frame Cabinet with 
the Perfectlite feature. 




THIS illustrates cabinet No. 10 BP with the 
Perfectlite feature. It is priced exceptionally 
low, makes a beautiful installation and is in 
great demand. 




This illus- 
trates cabinet 
No. 11418 BP 
with the Per- 
fectlite Adjust- 
a b 1 e Mirror 
feature. 



ALL CABINETS LISTED IN THIS FOLDER CAN BE EQUIPPED AND FURNISHED WITH PERFECTLITE FEATURE 



THE C OLUMBIA-QUALITY LINE OF WHI T E ENAMELED STEEL MEDICINE CABINETS 



Recess Type Cabinets for Flush Mounting 



Recess Type With Open Shelf 



Columbia Mitre Cut Cabinets 



Columbia All-Mirror Front Cabinet 




THIS group is Columbia's leader for value and 
quality and will suit the requirements of the 
economical yet particular buyer. They embrace 
excellent construction, rounded edge return, 
concealed hinges, plate glass mirrors, perfect 
finish and are furnished with bulb edge glass 
shelves. 

Overall Wall 

Size Opening 

16%x20% Hi/2 x 18% 
16V» x20% Uy 2 x 18% 
16% x20Vg Hi/2 x I8I/2 
18% x 22% 16>/ 2 x 201/2 *12 x 16 plain 
18% x 22% 16 1/2 x 201/2 12 x 16 bevel 
18% x 22% 16% x 20% 14 x 18 bevel 
20% x 26% 18 1/2 x 24% 16 x 22 bevel 
•These cabinets have plain mirrors not plate glass, 
Depth of all Cabinets 41/4 inches. 
First dimension is width; second dimension is height. 
When ordered with 
Perfectlite attachment add letter "P" to catalog number. 



Cat. 
No. 
10 A 
10 B 
10 P 
20 A 
20 B 
20C 
30 B 



Mirror Glass Std, Aprox. 
Size Shelves Pkg. Weight 
12 x 16 plain 2 2 



12 x 16 bevel 
12 x 16 plain 



40 Ibi 
45 lbs 
42 lbs 
47 lbs 
52 lbs 
54 lbs 
39 lbs. 




Mirror Glass Std. Aprox. 

Size Shelves Pkg. Weight 

2x16 bevel 2 2 62 lbs. 



THIS group of Columbia Cabinets enjoys great popularity. 

When closed the door presents a solid front leaving no 

cracks or crevices in which dust can collect. Equipped with 

plate glass mirrors and bulb edge glass shelves. A wide 

variety of mirror sizes makes this line attractive for all 

installations. 

Cat. Overall Wall 

No. Size Opening 

11216B 16i/ 2 x20% 14%xl8i/ 2 

161/2x20% 141/2x18% 14x18 bevel 

18%x22% 16%x20i/2 12x16 bevel 

18%x22% 16%x20% 14x18 bevel 

18i/ 2 x22% 16%x20% 16x20 bevel 

20%x26% 18%x24% 14x20 bevel 

20%x26% 18%x24% 16x22 bevel 

20%x26% 18%x24% 18x24 bevel 
Depth of all Cabinets 4% inches, 
width; second dimension 
When ordered with 
Perfectlite attachment add letter **P" to catalog number 



11418B 

21216B 
21418B 

21620B 
31420B 
31622B 
31824B 



First dimension 



2 


2 


68 lbs. 


2 


2 


68 lbs. 


2 


2 


76 lbs. 


2 


2 


82 lbs. 


! 


1 


47 lbs. 


3 


1 


49 lbs. 


3 


1 


51 lbs. 



is height. 




THIS group of Columbia Cabinets is used ex- 
tensively in hotels and apartments where the 
added convenience of an open shelf is desired. 
Made in two sizes. Rounded edge return, con- 
cealed hinges and equipped with plate glass 
mirrors and bulb edge glass shelves. 

Cat. Overall Wall 

No. Size Opening 

11 A 16%x26% 14%x24!/2 

11 B 16%x26% 14%x24% 

21 B 18%x28% 16%x26% 

21 C 18%x28% 16%x26% 

♦This cabinet has plain mirror not plate glass. 

Depth of all Cabinets 4% inches. 

First dimension is width; second dimension is height. 

When ordered with 

Perfectlite attachment add letter "P" to catalog number 



Mirror Glass Std. Aprox, 
Size Shelves Pkg. Weight 
12x16 plain 3 2 45 lbs. 
12x16 bevel 3 2 50 lbs. 
12x16 bevel 3 2 60 lbs. 
14x18 bevel 3 2 62 lbs. 




THE Columbia Mitre Cut Cabinets have a 
beautiful mitre cut beveled mirror which is 
protected with a small %" frame finished in 
white enamel. The neat appearance of this 
cabinet makes a fitting installation in any 
bathroom. Equipped with bulb edge glass 
shelves and nickel plated knob. 

Cat. Overall Wall Mirror Glass Std. Aprox. 

No. Size Opening Size Shelves Pkg. Weight 

11620 MC 16% x 20% 14% x 18% 16x20 2 2 62 lbs. 

21822 MC 18% x 22% 16% x 20% 18 x 22 2 2 70 lbs. 

32026 MC 20% x 26% 18% x 24% 20 x 26 3 1 48 lbs. 



Depth of all Cabinets 4% inches. 
First dimension is width; second dimension 



height. 



When ordered with 
Perfectlite attachment add letter *'P" to catalog number. 




THIS cabinet has a beautiful rectangular mir- 
ror. The simplicity of the mirror adds to its 
charm and it is adaptable for those installa- 
tions where an all mirror front cabinet is re- 
quired at low cost. The door is removable, 
thereby making installation easier and also 
protecting the mirror against breakage. Equip- 
ped with bulb edge glass shelves and nickel 
plated knob. 

Cat. Overall Wall Mirror Glass Std. Aprox. 

No. Size Opening Size Shelves Pkg. Weight 

01622 AM 16 x 22 14 x 20 16 x 22 3 1 39 lbs 

Depth of Cabinet 4% inches. 

First dimension is width; second dimension is height. 

When ordered with 

Perfectlite attachment add letter "P" to catalog number. 



ALL CABINETS LISTED ABOVE CAN BE EQUIPPED WITH THE P ERFECTLITE ADJUSTABLE MIRROR FEATUR 



